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INFORMATION 


For VVhytefield Hayter, and James Chicfly Mer- 
chants in Londen, and Partners. 


Ageinft 
T he Skinner in Edinburgh. 


He ſaid N Hayter, &. all cotſmen befides himſelſ, and ſome reſi · 
ding here, having attained to more than ordinary perfeQion in the 
Ai t of dreſſing and colouring of Leather, making of Glews and Parch- 
ment, and entered in Society and Co · partnerie, and ſtocked a vaſt Sum of money 
for carring on a confiderableTrade therewithz they did mean themſelves to the 
Lords ot his Majeſties Privy Council, and craved that they might be declared 
to be a free ManufaQorie, and have the priviledge of the ſame, and 
ly conform to the AR of Parli:ment 1661, obtained the deſire of their 
on, and were allowed all the Priviledges competent by Law to a Manu- 
fatory 3; Againſt which Act the — lovian reclaimed by a Petition, re. 
preſenting all that was poffible for them to do, and craving that the ſaid AR 
might be recalled, the ſaid Lords were pleaſed upon Aniwers given in by the 
ſaid Whitefield Hayter moſt readily to refuſe the defire ofthe Bill given in by the 
Skinners,and to adhere to their former Act with this Addition, that the 
ter andParincre ſhuuld fer up in no Royal within this Tingdom, unleſ up. 
on Invitation, and with theConſent of the Burgh, and that they ſhould take Scotſ- 
men both to be Pariners and Apprentices, and communicat the Secret of the 
Trade to ſuch Apprentices,upon the faith of, and conform to theſe two Addi the 
ſaid Hater and Partners did increaſe their Stocks, and have been at vaſt Char- 
and Expenſes for carring on the ſaid Manufactory this while bypaſt z But 
K it would appear by the inſtigation of the Skinner) 


the Priviledge 
tent to them as a Manufactory, not boy — allowed them, and 
the 3 being unwilling to mortifie more Money unleſs they had an Act of 


Parliament in their favours, they meaned themſclves to the Parliament, crav- 
ing that the AR of Council might be Ratified, and they have an ſpecial Act in 
their on name, againſt which it is informed, the Skinners did compear and 
object. 1. That the ſaid Hayter and Partners had no Skill in dreſſing and colour- 
ing of Leather, at leaſt can pretend to no better Skill therein than the Skinners 
themſelves, and have offered no Specimen of their Airt, and do offer to make 
appear that they can dreſs Marikin and Shambo, which the Partners cannot 
pretend to do, and are content to produce Specimens of that ſame Leather, to 
which the Partners pretend Skill,and unleſs there were great odds of their 
the Partners ought not to have the priviledge of the Manufactory, and that by 
the ſaid EreQion, they and the hail Skinners of the Kingdom ſuſtain prejudice, 
in ſofar as that Skins are bought up by them, and exported out os King 
dom, ſo that the Skinners cannot have tough of the Product of this Kingdom 
to ſerve the Leidges but at dear Rates, 2, That if the ſaid Manufactory be 
free of publick Burden, they will be able toout-ſell all the Skinners who bear 
a proportiou of theſe Burdens, and ſo inhance the faid Trade, as alſo other 
Manufactories may be incouraged to be ſet up to the prejudice and Ruine of 
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other Trades. 3. By R a 2 „there will ariſe a conſide- 
rable Diminution of the Kings Cuſtoms, at leaſt the Tradeſmen and others would 
com: to be over-charged by their Immunity, 4- The ſaid Skinners have 
Seals of Cauſe confirmed by ſeveral A@y of Parliament ereRting th em inan 
Corporation, anfl granting them many Paiviledges, and particularly at none 
ſhould be allowed to exercethe Skinner Trade, but ſuch asare admitted by the 

ſaid locorporz'ion. : 
Phy and his Nartnertʒꝭ need mae ne other mmer but ſhortly ahie, 
that all theſe Objections were ponder the Lards of Privy Council thein Conſi - 
deration the time of their pronouncing their Acts, and particularly theirſecond 
Act, and that the Oppoſition made by the Skinners, is chiefly of deſign to have 
a Monopolie of 8 Skins in cheir own hands, which may clearly appear 
from this, that there being only One in the Kingdom who knows to dreſs Lea- 
ther: the Skinners at leaſt πσme of hem du taken tim hound to Work, to 
none but themſelves. However more particularly it is anſwered, 1. that what 
i aepeplcnted by the Skinners theraſclves agent the Expoetation of Leather, 
death fully evioce the Partners kill ia dieffing of Leather, ſeing if the Leather 
wene not dreſt better than ordinar, it could not be ſo Expetted as the Skinner, 
do dos plaia it is, and ſeing the ment of the Exportation of the native 
ut Manufatories of the Kingdom does ſo much tend to the Ad- 
Vaeidge both of His Majeſtics Cuſtoms, and of the whale Nation . it is ho- 
ped abus the Skinner Argument founded upon the great Expoartatioo ofLeather 
ografipned by the ſoreſaid Manulatary, will be fo Gar from Tending to their 
prejudice, that on the contrair, the Co-partners will retort the ſame, and 
make it an Argument why the AR of Parliament ought to pals in their Favours 
2nd as 40 any ng hot is founded upon the Skinner Skill i dreſſing Shambo 
and Marikin: rz are not concerned therein, ſeing it is no pare of 
their Manufatoric : but as to any ſpecimen of their Art, if need bei they are 


to give the Game when required, but asſaid is, the great Export C al- 
ling | 5M lo grear, but KE 2 ſer ve rok 4 


and 8 uantity of Skins even in the Wool are yearly Exported, 
rr Deweofrativa and Provt of their Skill. oa 
| It is anſwered to the ad. and 3d. that the ſame is of no moment iu reſpe 
that the Paripars have been at vaſt Charges and Ex in ſetting up their ſaid 
ie, which will more than ballance any Immunity they may enjoy 

rlades that always there is Encouragment to ingenious Spirites for pro- 
moting of new Inventions and Manufactoriet, and the an arifing by the 
Immuoitics being but (mal), the $kinners theic proportion of Releif will be very 
I and will bear no Proportion with the Advantage they and the 
Lei will esp by the Encouragment of the faid Manufactorie, eſpecially 
thelewhale i ſtates conſiſts in Sheep and Cowes, neither will the King ſuſtain a» 
ny prejudice thereby, ſeing the Thriving of the Nation is His Majeſtics great 
joteroſt and Delire, and that as (aid is, the Kingdom is much bettered by the 
t, befides that the ſorlaid Export will occaſion the Import of Commo- 
dities, which wi)! augment His Majclties Cuſtoms, much more than they were 
diminiſhed throw not paying of Duty tor Export. 

[tis anſwered to the 41h. that the Seal of Cauje dogs no wayes meet the preſent 
Cafe, ſeing, canform to AR of Council,the Co-partner ate not to ſet up with- 
.nany Burgh Royal, facich within che Town of Ediabargh. 


